ST.  JAMES  LUTHERAN  CHURCH,  GETTYSBURG,  PA. 
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St.  James  Lutheran  Church  was  founded  in 
1789.  It  was  used  as  a  hospital  for  six  weeks 
following  the  battle  of  Gettysburg.  Jennie 
Wade,  heroine  of  the  battle,  was  a  member 
of  St.  James. 
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